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MINISTRY OF URBAN DEVELOPMENT 
(Delhi Division) 

NOTIFICATION 

New Delhi, the 2nd December, 2004 

S O 13^2 (E) — Whereas certam modifications, which the Central Government proposed to maketn the Master 
Plan for Delhi-2001 in the .natter of Ground Coverage and Floor Area Ratio for Safdarjang Hospital, tncludutg 
Mahavir Medical College were published as a Publ.c Notice vide Gazette Nouftcation No S . O.U016 (E) toe 
20th September 2004 accordance whh the prov.sions of Section 44 of the Delhi Development Act,«6 61 ofl957> lor 
inviting 1 objections/suggestions as required by Sub-section (3) of Section ll-Aof the satd Act, wtth.n thtrty days from 

the date of the said notice, 

2 Whereas only one objection/suggestion had been received with regard to the proposed modifications and 
whereas the Central Government have, after carefully considering all aspects of the matter, decided to modify the Master 

Plan for Delhi-2001. 

3 Now. therefore, in exercise of the powers conferred by Sub-section (2) of Section 11-A of the said Act, the 
Central Government hereby makes the following modifications in the Master Plan for Delhi-2001 with effect from the date of 
publication of this Notification in the Gazette of India. 

Modification: 

The Ground Coverage and Floor Area Ratio (FAR) permissible in respect of Safdarjang Hospital, including Vardhman 
Mahavir Medical College, New Delhi-110029 stands modified as under 


Existing 


Modified 


(i) Ground Coverage 
Oi) Floor Area Ratio 


25% 

100 


35% 

150 


[No. K-20013/13/99-DDH3] 
S. MUKHERJEE. Under Secy. 


Printed by the Manager, Govt, of India Press, Ring Road, Mayapuri, New Delhi-110064 
and Published bv the Controller of Publications, Dellu-110054. 





